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Separate paging is given to this Part in order that it may be filed 
as a separate compilation. 

MINISTRY OF HOME AFFAIRS 

NOTIFICATION 

New Delhi, the 10 th June 1971 

No. 4/12/71-Pub.I —Sim Kodardas Kalidas Shah has on the afternoon of the 
19th May, 1971 ceased to he a Minister in the Council ni Ministers of (he 
President 
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